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24th  July,  1956, 


To  the  Chairman  and  Councillors  of  the 
Urban  District  of  Newport  Pagnell 

Gentlemen, 

I  have  the  honour  to  present  the  Annual  Report  for  the 
year  1955* 

The  Birth  Rate  shows  a  slight  drop  from  last  year. 

The  figures  being  54  ns  ag'ainst  57.  The  rate  per  1,000 
population  worked  out  at  13*2  as  against  15*0  for  England 
and  Wales, 

The  Death  Rate  is  higher  than  last  year  but  nevertheless 
is  still  lower  than  that  for  the  County  and  England  and 
Wales, 

The  Infantile  Mortality  Rate  was  most  satisfactory  in 
that  there  were  no  deaths  in  this  group.  The  rate  for 
England  and  Wales  was  24s 9  por  1,000  live  births. 

In  the  sphere  of  Infectious  Diseases  no  epidemics 
occurred  and  it  is  satisfactory  to  note  that  no  caeo  of 
"Polio"  was  notified.  It  is  a  pleasure  to  report  that  at 
last  a  positive  measure  against  this  disease,  Poliomyelitis 
has  emerged  in  the  form  of  the  new  "Polio  Vaccine."  This 
vaccine  which  had  been  extensively  tried  in  America, 

Canada,  South  Africa  and  Germany  was  at  last  given  the 
blessing  of  the  Ministry  of  Health  of  this  country.  We 
were  promised  that  small  amounts  would  be  mode  available 
early  in  1956  for  use  before  the  beginning  of  the  "Polio 
Season",  i.e.  from  July  to  October.  A  limited  amount  was 
made  available  for  the  North  Bucks  Area,  and  at  the  time 
of  writing  32  children  in  the  Newport  Pagnell  Area  have 


large  sunnuS\-  ^n°^ati°n'  Wg  have  been  Promised 
that  in  So  +n  ®  at®  AutUmn  °f  1956>  and  ib  is  hoped 
al  COm!  e!erybody  will  have  the  opportunity 

,  g  thia  Protection  against  a  disease,  the  7 

epidemiology  of  which  still  puzzles  Public  Health  Authori- 


with  your°cierklkMrt0wrii°rd  &  hoPPy  yGor  °f  c°-°Peration 

Inspector  Hall»  your  Surv®yor  and  Sanitary 

inspector,  Mr.  Hopkm,  and  their  staffs.  J 


I  am. 

Your  obedient  Servant, 


DANIEL  H.  WALDRON. 
Medical  Officer  of  Health. 
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NEWPORT  PAGNELL  URBAN  DISTRICT  COUNCIL 


ANNUAL  REPORT  OF  THE  MEDICAL  OFFICER  OF  HEALTH 

FOR  THE  YEAR  1955. 

SECTION  A. 


GENERAL  STATISTICS 


1954 


Area  (in  acres)  . 

Population  . 

Number  of  Inhabited  Houses  . . 

Rateable  Value  . 

Rate  per  Pound  . 

Sum  represented  by  a  Id  rate 


3,432 
4, 290 
1,512 
£24, 539 
26/- 
£94 


VITAL  STATISTICS 

BIRTHS 


Legitimate  (males)  ..  28 

n  (females) . 29 

Illegitimate  (males) .  1 

n  (females)  * .  1 

Stillbirths  (female) .  1 

Birth  Rate  per  1,000  population  ..  14*6 

u  "  !f  "  n  (Bucks)  15*6 

If  II  II  II  || 

(England  &  Wales)  15*2 


DEATHS 


Males  . 

Females . .  . 

Death  rate  per  1,000  popultation 

"  "  "  "  "  (Bucks) 

n  h  it  1?  tt 


30 

22 

7-9 

9.5 


(England  &  Wales) 

Maternal  Mortality 


11*3 

NIL 


1955 

4  / 

3,432 
4, 320 
1,530 

£24,971 

28/- 

£97 


31 
23 
NIL 
MIL 
•  1 
13*2 
15*4 

15*0 


28 

35 

9»6 

9*8 


11*7 

NIL 
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DEATHS  (Cont’d.) 


19 5 A  1955 


Maternal  Mortality  (Bucks)  . .  . .  . .  *47  *31 

Infantile  Mortality  (Deaths  of  Infants 

under  1  year  per  1,000  births)  33*9  NIL 

Infantile  Mortality  (Bucks) . .  22*4  20 •O 

Infantile  Mortality  (England  &  Wales)  25 • 5  24*9 


PRINCIPAL  CAUSES  OF  DEATH 


1954  1955 


Tuberculosis,  respiratory  .. 

Tuberculosis,  other  . 

Meningococcal  Infections  . ♦ 
Acuto  Poliomyelitis  . .  . .  # • 

Cancer  ♦ .  .  ♦  . •  . .  # .  ♦ .  . . 

Diabetes  . .  .  •  . . 

Cerebral  Haemhorrage  , .  .  •  . . 

Heart  Diseases  . .  • •  . . 

Other  Circulatory  Diseases  . . 

Influenza  . .  • 

Pneumonia  . . 

Bronchitis .  . .  . . 

Digestive  Diseases  . 

Nephritis  . .  . 

Hyperplasia  of  the  Prostate  . • 
Pregnancy,  Childbirth  &  Abortion.. 
Congenital  Diseases  . . 

Accidents  . . 

Suicide  . .  . .  . .  . . 

All  other  causes 


M.  -  F.  T. 
0  0  0 

0  0  0 

0  0  0 

0  0  0 

6  2  8 

0  0  0 

5  2  7 

11  10  21 

0  0  0 

0  0  0 

1  5  6 

10  1 
10  1 
10  1 
2  0  2 

0  0  0 

0  0  0 

Oil 
10  1 
12  3 


M.  P.  T. 

0  0  0 

0  0  0 

0  0  0 

0  0  0 

3  3  6 

0  0  0 

2  6  8 

14  16  30 
112 
0  0  0 

1  5  6 

2  2  4 

10  1 
0  0  0 

0  0  0 

0  0  0 

0  0  0 

11  2 
0  0  0 

3  14 


Totals 


30  22  52  28  35  63 


5. 


SECTION 


GENERAL  PROVISION  OE  HEALTH  SERVICES, 

1.  LABORATORY  SERVICES 

The  bacteriological  work  of  the  District  has  been 
carried  out  by  the  Public  Health  Laboratory,  Northampton. 
Samples  of  water  and  sewage  for  chemical  analysis  wore 
sent,  in  the  case  of  water  to  the  Analyst,  Bucks  Water 
Board,  and  in  the  case  of  sewage  to  the  Analyst,  Great 
Ouse  River  Board. 

2.  AMBULANCE  SERVICES 

These  services  are  administered  by  the  County  Council, 
and  are  controlled  in  the  North  Bucks  Area  from  a  station 
at  Bletchley,  In  Newport  Pagnell  two  ambulances  and 
one  sitting  case  car  are  maintained,  supplemented  if 
necessary  by  ambulances  from  other  Districts. 

3*  NURSING  FACILITIES 


As  In  previous  years  the  District  Nurses  carried  on 
their  very  excellent  and  noble  work. 

4.  CLINICS 

Maternity  and  Child  Welfares  This  Clinic  which  is  held 
at  the  Congregational  School  on  the  1st  and  3rd  Wednesdays 
of  each  month,  is  attended  by  a  Medical  Officer,  Health 
Visitor,  District  Nurse  and  of  course  members  of  the 
Voluntary  Committee.  I  should  like  to  pay  tribute  to 
these  ladies  of  the  Voluntary  Committee  who  give  up 
their  spare  time  to  this  work.  During  the  year  707 
children  attended  this  Clinic. 
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5.  HOME  HELP  SERVICE 

This  service ,  adrnini stored  on  behalf  of  the  County 
Council  by  the  Womens  Voluntary  Service,  has  done  very 
good  work  since  its  inception.  During  the  year  66 
cases  were  assisted. 

6.  ORTHOPAEDIC  CLINIC 

Organised  by  the  Regional  Hospital  Board.  This 
Clinic  meets  fortnightly  on  a  Friday. 

7.  HOSPITALS 

The  following  hospitals  have  served  this  areas  - 

Northampton  General  Hospital. 

Bedford  County  Hospital. 

Royal  Bucks  Hospital,  Aylesbury. 

Tindal  Hospital,  Aylesbury. 

Harborough  Road  Isolation  Hospital. 

Renny  Lodge  Hospital. 

Westbury  Maternity  Home. 

Creaton  Sanatorium. 


SECTION  C. 


SANITARY  CIRCUMSTANCES  OF  THE  AREA. 


1.  WATER  SUPPLY 


The  Water  Supply  sources  of  the  Council  at  Caldecote 
and  Ash  Hill  have  been  maintained  during  the  year,  and 
a  limited  quantity  has  boc-n  drawn  from  the  supply  of 
the  Bucks  Water  Board.  By  using  their  water  resources 
to  the  full  the  Council  have  a  total  quantity  of  water 
available  which  exceeds  300,000  gallons  per  day.  The 
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peak  daily  demand  has  never  exceeded  175?  000  and  the 
average  demand  is  in  the  region  of  150,000  G.P.D. 

The  demand  has  been  provided  for  by  drawing  under 
normal  circumstances  ^0,000  G.P.D.  from  the  Bucks  Water 
Board,  40,000  G.P.D.  from  the  Galdecote  Source,  and  the 
remaining  required  quantity  made  up  from  Ash  Hill  Pumping 
Station. 

On  Friday  1st  July,  the  Council  were  notified  that 
nais  worms  had  been  found  in  the  water  supplied  by  the 
Wolverton  Urban  District  Council,  and  drawn  from  the 
Bucks  Water  Board  Trunk  Main.  It  was  deemed  advisable 
to  discontinue  using  this  source  of  water.  Following 
notification  that  a  clearance  of  the  infestation  had 
been  achieved  at  Wolverton,  and  satisfactory  tests  being 
carried  out  on  the  Trunk  Main  between  Wolverton  and 
Newport  Pagnell,  the  supply  was  resumed  on  Friday  12th 
August.  During  this  period  only  one  Nais  Worm  was  found, 
in  the  Council* s  mains.  During  the  period  whilst  the 
Board* s  supply  was  not  used  the  local  water  resources 
adequately  supplied  the  water  demand  without  restriction. 

During  the  year  12  samples  of  water  for  Bacteriologi¬ 
cal  Examination  were  taken  from  the  Caldecote  Supply. 

All  proved  to  be  very  satisfactory.  12  samples  for 
Bacteriological  Examination  were  also  taken  from  the  Ash 
Hill  Supply.  10  proved  to  be  very  satisfactory  whilst 
2  were  slightly  suspicious  but  with  no  evidence  of  faecal 
pollution.  The  probable  number  of  coliform  bacilli, 
MacConkey  2  days  37°C.  wore  7  and  5  respectively. 

Follow  up  samples  proved  very  satisfactory  in  each  case. 

One  sample  of  water  from  Ash  Hill  source  and  one  from 
Caldecote  wore  submitted  during  the  year  for  Chemical 


Examination.  The  results  were  as  follows:  - 

Source.  • . . , ASH. HILL. SUIPPLY^ 7.prior. t9#chlori^tio^i. ...... 

Appearance  ••  ••  . .  . .  .  •  ••  ..  . .  Clear. 

pH  Value  ••  ••  ••  ••  ••  ••  . .  ••  7*1 

Colour  ..  ••  ••  ••  ..  ••  ••  ••  ••  less  than  5 

Turbidity  . .  ..  . .  ..  .  . .  less  than  1 

(results  in  parts  per  million) 

Ammonia  Nitrogen  • .  •  •  •  •  Nil 

Albuminoid  Nitrogen . .  0*106 

Nitrite  Nitrogen  ..  ••  ..  ..  ••  . •  Nil 

Nitrate  Nitrogen  ..  ..  . •  ••  ••  . •  3*^4 

O2  absorbed  from  permanganate 

(3  Hours  at  37°  C.) .  0*25 

Free  COp  . •  ••  •  •  .  •  . .  32 

Alkalinity  as  CaOj  ••  ..  ••  .  •  ••  •«  265 

Carbonate  Hardness  ••  v.  ••  ••  ••  ••  265 

Non-Carbonate  Hardness  ••  ••  ••  150 

Total  Hardness  . .  •  •  .  •  . . .  41 5 

Total  Solids  (dried  at  120°  C.)  ..  •*  ••  5^4 

Calcium,  as  Ca .  . .  ..  ••  ••  150 

Magnesium,  as  Mg  ..  .*  ••  ..  ••  ••  9*5 

Sulphate,  as  S0^,  ••  ••  •  •  125 

Chloride,  as  Cl  r. .  ••  . . .  24 

Silica,  As  Si02  •*  ** . 12 

Iron,  as  Fe 

Total  . . • .  0-055 

Soluble  ••  ..  . . . 

Residual  Chlorine  ..•.•••••••• 

Fluoride  as  F.  ••  . . .  ••  ..  0*1 

Remarks:  "Microscopical  Examination:  A  very  little 
mineral  debris  and  a  few  vegetable  fibres, 
possibly  plant  rootlets. 

This  is  a  hard  water  but  suitable  for  a  public 
supply  provided  it  is  fit  bacterid  ogically." 
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Source 


CALDECOTE  SUPPLY. 


Appearance  ..  Clear  but  slight  deposit  settled  in  bottle. 


pH  Value  •  •  . .  . .  . .  .  ♦  . .  •  •  ••  8*2 

Colour  ••  •  •  . . .  •  •  •  •  ••  less  than  5 

Turbidity  ..  ..  ••  . .  .  •  less  than  1  when  decanted* 

(results  in  parts  per  million) 

Ammonia  Nitrogen  ••  ..  . .  0*138 

Albuminoid  Nitrogen  *.  •*  ..  ••  ••  **  0*188 

Nitrite  Nitrogen  . *  •*  •*  *.  0*006 

Nitrate  Nitrogen  . .  1*20 

O2  absorbed  from  permanganate 

(3  Hours  at  37°  C. )  .  0*45 

Free  C02  Nil 

Alkalinity  as  CaOj . •*  *•  *•  100 

Carbonate  Hardness . .  ••  ••  100 

Non-Carbonate  Hardness  ..  ••  * .  120 

Total  Hardness  .*  * .  220 

Total  Solids  (dried  at  1200  C.) .  339 

Calcium,  as  Ca  • .  ••  ..  .*  ••  ••  ••  77 

Magnesium,  as  Mg  ••  ••  ..  . .  ••  •  •  6*8 

Sulphate ,  as  S0^  . .  •  •  ••  •  •  127 

Chloride ,  as  Cl  •  •  *  *  .  *  * .  * .  •  *  •  •  29 

Silica,  as  SiOg . .  •  * .  16 

Iron,  as  Pe 

Total  ..  ..  .. .  0*105 

Soluble  ••  ••  ••  . . . . 

Residual  Chlorine  ••  ..  ••  •*  0*30  as  chloramine 

Fluoride  as  F.  ••  ••  ••  ••  ••  ••  ••  0*2 


Remarks:  "Microscopical  Examination  showed  some  crystalline 
calcium  carbonate  which  would  be  derived  from 
the  softening  process. 

This  water  has  been  treated  with  ammonia  and 
chlorine  and  softened.  It  is  of  acceptable 
hardness  and  satisfactory  for  public  supply  pro¬ 
vided  the  bacteriological  quality  is  of  the  re¬ 
quired  standard  as  would  seem  likely  from  the 
existence  of  a  chloramine  residual.” 
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During  the  year  a  limited  amount  of  work  has  been 
expended  on  water  waste  detection,  and  an  order  for  the 
supply  of  two  water  waste  detection  meters  has  been 
placed.  The  labour  expended  on  detection  of  leakage 
has  indicated  that  a  reduction  in  the  water  consumption 
can  be  achieved. 

At  the  end  of  the  year  the  number  of  existing  dwellings 
not  served  with  water  from  the  public  mains  was  17  (two 
were  not  occupied)  but  a  scheme  is  at  present  being 
negotiated  to  serve  a  further  4  dwelling  houses. 

2.  SEWERAGE  AND  SEWAGE  DISPOSAL 


The  sewage  works  and  punping  stations  continued  to 
deal  adequately  with  the  flow  of  sewage  from  the  ex¬ 
isting  built  up  areas  of  the  town.  The  effluent 
discharged  into  the  River  Lovat  is  clear  and  of  good 
quality.  The  report  of  a  sample  submitted  for  exam¬ 
ination  reads  as  follows: - 


Sample  of 
Treatment 


,  EPPLUENT  #  FROM  #  NEWPORT  #  PAGNELL  #  SEWAGE  #  WORKS , 
Tanks,  filters  and  humus  tanks* 


PHYSICAL  CHARACTERIST ICS  - 

Liquid  ...  Sediment. i 

Odour  Reaction  to  litmus  }•£§.. . 

pH  •  •••§•*1^?. ......... 

RESULT  OP  ANALYSIS  parts  per  million. 


Total  Solids  ••  ••  ••  ••  .....  •  • 

Solids  in  suspension  (dried  at  105°C.) 

"  "  "  Ash . 

Solids  in  solution  (dried  at  105°C.)  •• 

”  "  ”  Ash  . 

Chlorides  (in  terms  of  Chlorine) 
Ammoniacal  Nitrogen,  from  free  and  saline 

ammonia  • .  • . 

11 . 


3O.4 


82*0 

3*08 


0.15 

21-5 


12.4 

9*0 

Remarkss  "Satisfactory.”  1 

c* 

The  disposal  of  sewage  sludge  has  presented  no 
difficulty  during  the  year. 

The  commencement  of  the  Manor  Road  Estate  and  the 
additional  potential  development  of  residential 
property  to  the  west  of  the  town,  suggests  that  the 
improvement  of  the  sewerage  system  both  surface  water 
and  foul  sewers  cannot  be  long  deferred. 

The  Bucks  County  Council  Highways  Department  are 
interested  in  any  proposed  improvement  of  the  surface 
water,  drainage  scheme. 

No  flooding  of  property  occured  during  the  year. 

3.-  REFUSE  COLLECTION  &  DISPOSAL 

The  maintenance  of  a  weekly  collection  of  House 
Refuse  has  continued  with  increasing  difficulty  in 
the  recruitment  of  suitable  labour.  The  replacement 
of  the  existing  vehicle  (11  cu.  yd.  Shelvoke  &  Drewry 
side  loader)  should  not  be  delayed  much  longer. 

Further  works  on  the  reorganisation  of  the  refuse 
tip  has  been  carried  out,  and  the  collection  of  paper 
salvage  has  been  maintained. 


Nitrous  Nitrogen  from  Nitrites  . .  . . 

Nitric  Nitrogen  from  Nitrates  . .  •• 

Oxygen  absorbed  in  3  min.  from JL permanganate 

80 

at  26*7°  Cent  (Total)  . 

11  n  in  4  hours  from  N  permanganate 

at  26*7°  Cent  (Total)  ..  . .  .. 

Disolved  Oxygen  absored  in  5  days  at  20°  Cent 
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4.  BATHING  PLACE 


The  condition  of  the  water  in  the  River  Lovat  during 
the  summer  months  continued  to  be  unsuitable  for 
bathing  purposes,  and  no  bathing  sponsered  by  the  Local 
Authority  took  place  during  the  year.  One  Bacterio¬ 
logical  Examination  of  the  river  water  was  made  during 
the  year;- 


Nature  of  Sample 


WATER  FROM  BATHING  PLACE,  WILLEN 


m  .mzQw.mmi; 


<3 


0 


REPORT . 

Probable  number  of  coliform  bacilli, 

MacConkey  2  days,  37°  C . ISOQfrper  100  ml. 

Probable  number  of  faecal  coli  . .  . .  lS004per  100  ml. 

Remarks;  ’’Very  unsatisfactory  water  with  evidence  of 
very  heavy  faecal  pollution.” 


SECTION  D. 


HOUSING  ACTS, 

During  the  year  the  Council  have  considered  and 
adopted  a  schedule  of  unfit  dwellings.  This  schedule 
provides  for  the  ultimate  closing  and  demolition  of 
63  dwellings. 

During  the  year  improvements  were  carried  out  at 
49  properties  by  informal  notice  and  at  2  by  formal 
action. 

16  properties  were  closed  for  housing  purposes  and 
4  houses  were  demolished. 
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SECTION  E. 


NUISANCES,  CONTRAVENTION  OF  BYELAWS,  ETC. 

1.  GENERAL 


Seventeen  cases  of  nuisances  were  dealt  with  by 
informal  action  during  the  year.  The  Council  have 
made  an  endeavour  to  maintain  the  cleanliness  of  the 
streets  and  public  places.  Public  posters,  shop 
display  cards  and  other  publicity  has  been  issued,  and 
additional  litter  baskets  and  bins  have  been  assembled 
in  public  places. 

2.  FACTORIES  ACT 

Informal  action  was  required  in  the  case  of  two 
contraventions  of  the  Act. 

An  amended  Certificate  of  Means  of  Escape  in  Case 

of  Fire  was  issued  in  one  instance.  Form  572  has  been 
completed. 

3.  MILK  (SPECIAL  DESIGNATIONS)  REGULATIONS,  1926-1948. 

There  are  no  bottling  premises  in  the  town,  and 
purvejT-ors  deliver  milk  in  the  sealed  containers  in 
which  it  is  received. 

4  samples  of  Pasteurised  Milk  and  4  samples  of 
Tuberculin  Tested  Milk  were  submitted  for  examination. 

In  all  cases  the  sample  was  found  to  conform  to  the 
standard  for  the  designation. 

4.  ICE  CREAM 

Twenty  eight  premises  are  registered  for  the  purpose 
of  the  sale  of  ice  cream.  Only  one  premises  is  regis 
tered  for  the  purpose  of  manufacturing  ice  cream. 
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Promises,  equipment  and  records  subject  to  control 
have  been  inspected  and  found  to  be  satisfactorily 
maintained* 

5.  SLAUGHTERHOUSES 

■— W  i— ■  — <■■■—■■  will  nn  n 

There  wore  two  licenced  slaughterhouses  during  the 
year,  but  at  one  premises  no  slaughtering  was  carried 
out.  A  very  limited  amount  of  slaughtering  was 
was  carried  out  at  the  other  slaughterhouse,  and  the 
work  was  restricted  to  the  slaughter  of  sheep  with  an 
occasional  pig. 

Neither  property  is  in  such  a  condition  as  to  give 
facilities  for  unrestricted  slaughtering, 

6.  UNSOUND  FOOD 

During  the  year  it  has  been  found  necessary  to  issue 
condemnation  certificates  in  respect  of  the  following 
foodstuffs ; - 

29  cans  of  Vegetables 

'67  "  ”  Fruit 

38  "  "  Meat 

'  8  Pork  Pies. 

30j  lbs  of  Meat  Products 

(Sausages  etc.) 

36  lbs  of  Beef 

18  lbs  of  Pork 

This  unsound  food  has  been  destroyed  by  burning  or 
burying  at  the  house  refuse  tip. 

7.  PREVENTION. OF  DAMAGE  BY  PESTS  ACT,  1949 

The  Council  are  memebers  of  the  North  Bucks  Area 
Rodent  Committee,  and  during  the  year  a  total  of  684 
properties  were  inspected  for  the  purpose  of  rat  and 


25  cans  of  Milk 
1  can  of  Cream 
1  "  "  Jam 

11  cans  of  Fish. 

4  pkts.  of  Cake  Mixture, 
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rnioo  infestation.  Of  this  number  573  were  visits  to 
dwelling  house  property  and  the  remainder  to  business, 
agricultural  and  Local  Authority  premises. 

88  properties  were  found  to  have  some  infestation  by 
rats  and  were  treated.  Mice  were  dealt  with  at  6 
properties.  Treatment  to  dwelling  house  property  is 
a  free  service  undertaken  by  the  Council. 

Sewer  inspections  were  made ,  and  test  baiting  and 
maintenance  treatment  carried  out  as  required  by  the 
Ministry  of  Agriculture,  Fisheries  &  Food. 

SECTION  F. 

PRE VALANCE  AND  CONTROL  OF  INFECTIOUS  AND 
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OTHER  DISEASES e 


1.  GENERAL 

There  were  no  epidemics  during  the  year  although  18 
cases  of  measles  were  notified  against  nil  the  previous 
year.  Again  no  case  of  Anterior  Poliomyelitis  was 
notified. 

2.  NOTIFICATIONS 


Measles . .  ..  ..  ..  18 

Whooping  Cough  ..  .,  ..  ..  ..  1 

Puerperal  Pyrexia  ........  2 

Erysipelas  . ..  ..  1 

Tuberculosis  ..  . . .  3 


3.  TUBERCULOSIS 


Three  cases  were  notified,  1  pulmonary  and  2  non 
pulmonary.  There  were  no  deaths. 
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4.  CANCER 


This  disease  accounted  for  6  deaths  during  the  year 
compared  with  8  the  previous  year. 

D.  H.  WALDRON. 

Medical  Officer  of  Health. 
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